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AMERICAN FREEDOM TRAIN 
SOUTHERN PACIFIC’s Locomotive Number 
4449, built by Lima Locomotive Works in 
1941, was used to power The DAYLIGHT 
PASSENGER TRAINS along California’s Coast 
prior to Dieselization in the 50s. On December 
14, 1974 Number 4449 was removed from 
display in Oaks Park, Portland Oregon, to be 
pen to power the “AMERICAN FREEDOM 

RAIN.” 
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